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The boiler and turbine {-louse, ecuipued with one Ju^OuO kw AiiC turbine, 
one Soviet turbine with approximately .the .sail© capacity, and one xO,COG 
to 15,000 itw turbine of r^erican origin, was still bein <r : enlarged in /^/pst 
194? to facilitate the installation of additions! boilers -in a* turnings, 
according to German electricians „ being iqAeed of repair the buviot tur- 
bine often failed* 


[Comment : 


a* rtlthou^h old, tills report, is forwaraod as the first m i give 
information on the til rbine capacity. As there arc discrepancies in a-U. 
reports, additional information is required to uetermina tne actual 'mm* 
ber of operating turbines and obtain confirmation on tne capacity. 

b 0 fhe plant *ac\ti:n, south of the agricultural machine f actory xnd 
east of tne oJLl -harbor, as well as tne plant layout were sufficiently 
determined from previous information. 
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